Respondent's evidence;

6.  Anaconda1 s witness Merrit t observed the overhead cr-atje begin to
lift the box from the floor (Tr. 121, 122),

7.  One employee with a tag line on the south side was steadying the
load (Tr. 121).

8.  All other employees were out of the area except one employee on
the north side of the guard (Tr. 121).

9.  When the cover was lifted off the floor about 3 to 4 feet this
employee went over and turned the cover approximately 10 degrees so it

would be straight (Tr. 121-122, 162).

10.  At that point the bottom of the cover was 3 1/2 to .4 feet from
the floor (Tr. 122).

11.  While straightening the cover, no part of the employee's body was
under the cover.  His arms were extended outward horizontally as he
pushed on the load approximately in the center of the cover (Tr. 122,
125).

12.  At no time did Merritt observe any employee under the cover,

13.  Witness Barnes, Anaconda's maintenance superintendant was
supervising the foreman in charge of replacing the load (Tr. 180),

14.  Barnes watched the load when they started lifting it from the
floor to return it to the mill (Tr. 180).

15.  Barnes did not observe any employee under the load at any time
when it was being returned to the mill (Tr, 180).

16.  When Barnes observed that the load was first off the ground, 3 to
4 feet off the floor, a steelworker walked over and straightened it
out with his hands out-stretched (Tr, 162. 180-181).

17.  The crane made no movement when the worker was near it.  Other
than the one worker who touched the cover twice, the nearest workers
were 20 feet away (Tr. 181-183).

18.  Ketron came over and said "that is not safe" and Barnes asked
the worker to move away (Tr, 123, 181).

19.  The worker did not again approach, the cover until it was six
inches, or less, away from the base (Tr. 181).ad   (Tr,   44,   45).     Ketron   also  observed   another
